To: Cerasani, Gina[Cerasani. Gina@epa.gov] 

Cc: Apostolico, Mary[Mary_Apostolico@sra.com]; Dalton, Deborah[Dalton. Deborah@epa.gov]; 

Fenton, Terry[fenton.terry@epa.govj; Hall, William[Hall. William@epa.gov] 

From: Garon, Stephen 

Sent: Mon 8/1 7/2015 7:54:37 PM 

Subject: RE: Gold King Mine Public Information 


Got it. Thanks Gina. We’ll talk among ourselves and will get back to you folks with questions as 
needed. 


Steve 


Steve Garon, PhD 

Sustainable Energy and Environmental Solutions 
SRA International, Inc. 

703 . 978.1750 


From: Cerasani, Gina [mailto:Cerasani.Gina@epa.gov] 

Sent: Monday, August 17, 2015 3:38 PM 
To: Garon, Stephen 

Cc: Apostolico, Mary; Dalton, Deborah; Fenton, Terry; Hall, William 
Subject: Gold King Mine Public Information 


Hi Steve, 


The TD for Gold King Mine - Public Information is attached, along with two other background 
documents. 


Please let me know if you have any questions. 


Best, 
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ED 000552D 00005446-00001 



Gina 


Gina M. Cerasani 

Conflict Prevention and Resolution Center 

U.S. Environmental Protection Agency 
"Making Agreement Easier" | (202) 564-0838 

http://intranet.epa.gov/adr or http://www.epa.gov/adr 
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